NEWARK BETH ISRAEL HOSPITAL 
201 LYONS AVENUE 
Newark. N. J. 


1. E. BEHRMAN July 1, 1943. 


DIRECTOR 


Newark Eagles Baseball Club, 
71 Crawford St. 
Newark, N,J- 


Re: Leon Day* 
Admitted June 28, 1943. 


Gentlemen: 


Please be informed that the above has been 
admitted as a patient here due to an acci- 
dent which we understand occurred while in 
your employ, and upon completion of 
hospitalization the bill will be sent to 
the Employers! Liab. Assurance Corp., @B 
requested. 


Please acknowledge receipt of this letter. 


(Dr. Daren) 


Yours very truly, 
XL) OMe pte Mog 
Dept of Spec. Accounts. 


cC:'ns. Co. 


*Refer to name of 
patient in reply. 


